Clean Energy Future Committee 


Date: Friday December 20, 2019 
Time: 8:00 a.m. 

Location: Lyons Hearing Room, Arlington Town Hall 

Agenda 

1. Review & Approve Minutes from the 11/22/2019 meeting 

2. Discuss Brookline’s ban on fossil fuel infrastructure for new buildings and major 
renovations 

3. Update & discussion on Net Zero Planning 

a. Finish review of draft buildings-related GHG mitigation measures 

b. [If time] Begin review of draft transportation-related GHG mitigation 
measures 

4. Next meeting January 24 


